
letter V. 

FROM 

Benj. Franklin, Efq; of Philadelphia , 

t o 

Mr Peter Collinson, F. R. S. London. 

SIR , July 27, 1750. 

M R. W—tf—n, I believe, wrote his observations on 
my laft paper in hafte, without having firft well 
confidered the experiments related in §. 1 7. which 
ft ill appear to me decifive in the queftion, — Whether the 
accumulation of the electrical fire he in the electrified glafi, 
or in the non-eleCtric matter connected with the glafs ? — 
and to demonftrate that ’tis really in the glafs. 

As to the experiment that ingenious gentleman men- 
tions, and which he thinks conclufive on the other fide, 

I perfwade myfelf he will change his opinion of it, when 
he confiders, that as one perfon applying the wire of the 
charged bottle to warm Spirits, in a fpoon held by another 
perion, both Standing on the floor, will fire the Spirits, and 
,et Scch filing will not determine whether the accumula- 

^ tion 


